STATUTES AT LARGE

cover, which must be kept properly adjusted to same, so as to protect
the contents from flies, insects, rats and animals, or vermin. All garbage
or refuse contents must be emptied at least once every forty-eight hours.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO. 18. PIT PRIVIES
(Filed, secretary state's office-September 29, 1937.)
Section 1. That all sanitary privies construction in the State under
Section 5041, Code 1932, shall conform to plans and specifications of the
State Board of Health. Which will be furnished by the local county
health officer.
Sec. 2. That they shall be maintained in the following manner:
(1) Place about half a bushel of stable manure in the new pit.
(2) Keep all parts of building clean and in good repair.
(3) Should the pit cave in it must be repaired promptly.
(4) The lid on seat must be kept closed at all times when it is un-
occupied.
(5) Only toilet paper should be used. Other heavier material will cause
the pit to fill more rapidly.
(6) Permit no light to enter the pit through small holes or cracks.
The presence of cracks allows flies to enter. Keep the screening on the
riser ventilator in good repair.
(7) During the months from April to October a cup full of kerosene
emptied into the pit once a week will tend to prevent the possible breed-
ing of mosquitoes.
(8) When the privy contents reach within 18 inches of the top of the
pit the building must be removed to a new pit and the old pit completely
filled with earth.
(9) The mound must be maintained at all times in such a manner
that it will have a smooth, gentle slope from mud sill to original ground
surface.
This privy is an investment for protecting the health of you, your
family, and your neighbors. Protect your health and investment by
maintaining the privy according to directions.
Sec. 3. When any privy is to be condemned it shall be in the follow-
ing manner:
(a) A notice shall be nailed on the door of the privy stating that it
is not being maintained in a sanitary manner, and that it will have to
be put in a sanitary condition before the elapse of seven days. This notice
is to be signed and dated by the County Health Officer. When the seven
days have elapsed an inspection shall be made, and if the privy is still
in an unsanitary condition, the following notice shall be nailed across the
door so that it will have to be broken: "Unsanitary, Unlawful to Use," and
signed by the County Health Officer.
Approved and Promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
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